CONTROL AND INSTRUMENTATION 
INDEX 1979 


Entries give details of reference, issue number and page number respectively 


A-D converters 

ADC3511 1.51; 2813 12-bit 2.47; 
uA9708 8-bit 2.47; MN5280 16-bit 
2.49; 7109 12-bit monolithic 3.45; 
ZN427 8-bit 4.59; SAB3060 10.17. 
Accelerometer 
Miniature 1.11; 
10.79. 

Actuators 

Linear 1.61; valve KMV6 2.9; 
failsafe 4.71; electric 5.49; 
Quadrak 7.61. 

Adaptors 

SMC-SMA 11.57. 

Adaptor modules 

LVDT 1601 6.81. 

Air damper 

Airpot 4.73. 

Alarm units 

BCD 1.71; four-point 1.67; visual 
3.69; Scanalarm series III 5.65; 
tachometer DZW 5.69; 
hygrometer 5.69; temperature 
6.81; 7.61; linear 9.87; critical 
windspeed 8.141; alarm-by-carrier 
system 9.2. 

Amplifiers 

Power (hybrid) 6.87; sample/hold 
7.61; isolation PM8940 8.133; 
multi-channel series 2780 8.139; 
trip TSP 8.139. 

Analogue input system 

6.91. 

Analyser 

Microcomputer 9.13; hydrocarbon 
11.65. 

Annunciator 

2700 3.61. 

Anti-static material 

Vermahide 8.141. 

Arc monitor 

TVOA 7.15. 

Assembler-editor 

151. 

Auto test equipment 

Trends in 8.111. 

Axle weigher 

$857 717. 

Back-up 

Battery BP11 (for LSI-11) 4.59. 
Back panel assembly 
11.59. 

Balancing machine 
Universal 3905 9.81; 
10.77. 

Bar display 

RBG-1000 3.63. 

Bar graphs 

LCD 5:63. 

Barrier units 

Zener 1.45; 65738M 1.49; interface 
3.61: 

Batch controller 

BC/4 4.45. 

Beacon 

Zenon tube 9.83. 

Bellmouth unit 

Pneumatic control 5.15. 

Belt weigher 

Totalising 9.25. 

Bending machine 


triaxial 2263 


PC1616 


76 


PS 5.7. 

Booster 

Op amp output current 8.141. 
Boxes 

Die-cast 10.87. 

Braille 

Display and editing terminal 9.5. 
Bridges 

High-voltage 6.89; conductivity 
measuring CB-80 8.135. 

Burst counter processor 

55L90A 4.65. 

Bushing 

Nylon 8.137. 

Cable, coaxial 

8.141. 

Cable locator 

GPR404 2.11; fault locator 10.77. 
Calibration unit 

Strain gauge/load cell measure- 
ment 3.65. 

Calibrators 

5.67; millivolt 10.77. 

Capacitance meter 

3001 11.59. 

Cases 

Instrument KM4 6.81; 11.57; desk- 
top 11.65. 

Cash register system 

Computer linked PLUS 9.29. 
Cassette units 

CDD 11.59. 

Charts 


ECG 10.79. 


Chokes 

RF suppression 7.63. 
Chromatographs 

Liquid 2.2; 2.69. 
Communications system 

Clearcall, in refinery 7.19. 
Comparators 

Pressure 3.65; magnitude 6.383; 
phase MM94C932 8.141. 
Compiler 

ATLAS 9.13. 

Component bridge 

Automatic 2.3. 

Compound 

Lapping and polishing 9.85. 
Computers 

Single-board iSBC-659 4.57; 
microONOVA MP/100 4.59; on- 
board (Prince) 7.19; 8.37. 
Computer interfacing technique 
3.1; 

Conditioners 

For transducers 11.63. 
Connectors 

Self-locking 1.69; thermocouple 
2.67; 10.87; 3.65; 5.63; PCB 6.91; 
sub-miniature 8.137; indirect 
8.137; single fibre 9.83; plug 
(60-way) 3322 10.81; mains, heavy- 
duty XLR 10.83. 

Controller 

Motor speed 1.61; level E7B 1.67; 
digital 402 1.69; temperature, 
model 75A 2.61; AY-3-1270 3.5; 
thyristor 3.59; micro Y-MIC 3.61; 
single-phase, type 511 4.71; pro- 
grammable Sestep 400 5.3; 


temperature, programmable 
TCIOO 5.71; D120 5.73; DH69 
5.73; Magi-Pak 7.69; universal 
RTP7431 8.11; floppy disc 
iSBC-204 8.141; kiln 555 9.81; 
controller-logger 10.87. 

Control programmer 

DCP7700 2.5. 

Control system 

MPC8000 1.49; water treatment, 
model 17A 2.59; industrial ICS-80 
3.5, modular 5.67; GEM80 6.3; 
NAF-Unic 6.5; programmable 
PMS550 8.5; distributed DCI4000 
10.2. 

Conductivity cell 

3:65. 

Converters 

DC-DC MLSW series 1.69; 2.63; 
8.139; 3W series 9.83; multi- 
function LH0094 2.7; RMS 3.61; 
synchro-BCD 3.63; V-F 5.57; 
temperature measurement 6.81; 
pulse 11.59; 11.61. 

Corrosion monitor 

600A 1.65. 

Counters 

Frequency 2.59; MAX-100 11.57; 
predetermining 3.69; decoder 4.67; 
universal 5.71; single-decade SD5 
9.83; high-speed 10.3. 

CRT terminal 

4.59. 

Cryostat 

Hand-held 11.57. 

Cylinders 

Pneumatic, Titan 3.63. 

D-A converters 

DAC?]0. 1.49: DAC87 1.69; 
vA9706 3.45; 8-bit ZN428 4.59; 
8-bit SES018 6.7. 

Data acquisition systems 

CNC-1 1.61; ZMP1000 1.67; 
SDM858 1.71; 2.55; System 15 
processor 2.67; Dataflex 4.57; 
4.69; serum analysis 6.15; exhaust 
analysis 9.2; temperature SDM858 
9.17; Datascan {1 10.87; 
Memoport 8.129. 

Data loggers 

1.4; Thermodac II 1.61; Lympet 
3.3; portable MI600L 3.11; MK 
5.59; ML-10 8.141; Sealog 16 3.65; 
Digiscan 10 4.71; System 9300 
4.1/3; SOMCI 6.87: PDLS 7.71; 
general considerations 8.107; in air 
pollution monitoring 9.25; 
12-channel 9.85. 

Data recorders 

Laser 3.11; digital monitoring 
reactor control rods 6.15; cassette 
R-81 6.83. 

Data terminal 

Cassette 6.67. 

Dehumidifier 

Thermoelectric 5.69. 

Deioniser 

2.59. 

Delay line 

DIL 8.139. 

Densitometer 


Flow measurement 7.39. 

Density measurement 

145; 

Detectors 

Gas leak 2.65; CGD880 8.139; 
chlorine fume 6.91; power failure 
7.61; platinum resistance, guide to 
performance 8.95; arrays, 
pyroelectric 11.63. 

Diagnostic probe 

151: 

Diodes 

Low-voltage ICL8069 8.133. 

Disc 

Bursting 3.65. 

Displacement transducer 

Type 19800 1:65. 

Displays 

Control 2.61; LED stackable 4.67; 
gas discharge 5.65; 5000 series 
10.85; remote indicating 5.71; 
alphanumeric 6.91; DL-2416 9.81; 
colour graphics 7.9; CRT model 
626 7.9; auto information 8.5; 
electrostatic three-colour 8.137. 
Disturbance monitor 

4.71. 

Down time monitor 

1.65. 

Drives 

Display 1.63; d.c. variable speed 
3.59; 5.67; standard 3.59; relay 
DS3680 9.17; circuit 3.67. 
Dustmeter 

1.67. 

Dynamic braking 

LS. 

Dynamometer 

Digitiser 11.65. 

Elapsed time meter 

2.61: 

Electron/light microscope 
LEM-2000 7.5. 

Emulator board 

EM2 5.57. 

Encapsulants 

Silicone 10.77. 

Enclosures 

Flameproof 1.63; to BS4683 7.67; 
Pactec 1.63; equipment 3.65;. 
waterproof 10.79. 

Encoders 

Shaft, multi-turn 2.67; digital 
4.69. 

Engine testing 

Computerised 9.70. 
Environmental control system 
bes 

EPROMs 

2732 1.49. 

Eraser 

Ultra-violet 10.81. 

Fault locator 

HV cable 8.133. 

FHP motors 

2: Vk. 

Fibre optics 

Components 1.71; 5.41; cable 
selection 5.9; data transmission 
5.24; 5.35; 5.45; kit 9.83; evalua- 
tion package 11.65. 
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Field exciters 
Static 6.89. 
Filters 
Hydraulic 2.69; line 3.67; data line 
3.69; differential 15 RF-1 4.69. 
Filter elements 
2.61; RF suppression 9.81; 11.21; 
in-line 9.79; power line 9.83. 
Flaw detection 
Ultrasonic 1.13. 

Floppy drives 
5:57: 

Flowmeters 
Hyperbolic 1.15; liquid 7.61; dop- 
pler 4.65; 7.67; combination 1.43; 
magnetic 1.63; correlation 4.35; 
positive displacement 4.39; Pelton 
wheel 4.65; turbine (Omniflow) 
7.69; Flosensor 8.141. 
Flowmetering system 
FMU124-7K 2.69. 

Flow detector 
Ultrasonic 1.7. 

Frequency analyser 
916-H 4.69. 

Frequency converter 
Static 7.21. 

Frequency meters 
PFM200 4.3; 650/660 7.61. 
Galvanometer 
Servo 5.68. 

Gapmeter 
Type AM 9.85. 

Gas alarms/detectors 
Alarm 4.67; monitor 4.73; detector 
3933 10.85. 

Gas chromatograph system 
9500 5.67; 9000 10.5. 

Gas monitoring system 
Model 4800 3.67. 

Gauges 
Tank level 2.5; tube thickness 2.69; 
Penning 8.137; control, for use 
with acids 8.137; Pirani TPG100 
10.85. 

Gauging equipment 
With bargraph display 2.61. 
Gauss/flux meter 
Digital, model 906 4.67. 
Gearboxes 
Coaxial, Cognite 3.59; reduction 
B24 7.67. 

Glare reduction process 
Glarecheg 3.11. 

Harmonic analyser 
2.65. 

Hose assembly system 
Coll-o-crimp 9.19. 

Humidity measurement 
1:61: 

Hydraulic drive unit 
Variable speed 1.13. 

Hygrometers 
DP8 1.61; Humicap 5.69; dew- 
point, series 1000 7.65; DP3-D 

7.69. 

Image enhancer 

SP112 11.61. 

Impulse generator 
Pneumatic A119 2.63. 

Indexing unit 

4.69. 

Indicators 

Strip 2.69; load cell 5.65. 
Integrated circuit 
Audio switching 2.61. 

Intensifier 

For hydraulic rams 9.87. 

Interface 

Programmable 2651 3.45. 
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Interface boards 
BATS S55, 
Interface switch transfer unit 
9.53. 

Interface translator 
11.63. 

Input/output boards 
1.51; analogue MN7300 2.49; 
digital DT 2768-1 3.47. 
Input converter 

161. 
Intercommunication system 
Le. 

Inverters 

me 

Keyboard 

5.355 

Keyboard encoder 
6.85. 

Labelling system 

5.67. 

Lamps 

Indicating 4.71. 

Laser detection system 
3.61. 

Laser scanner 

LS. 

o-aser machine tools 
9.79. 

Leak detector 

FC081 1.71. 

Leakage monitor 

QV/S60 4.65. 

LCR meter 

4274A 5.67. 

LEDs 

3.2mm dia 1.63; shaped 3.69; light 
bars 7.71. 

Level controllers 


5.73; series 80 7.21; Levelpak 
8.137. 

Level detectors 

Ultrasonic 3.61; 8.71; liquid 


MiniTek 6.85; Midranger 8.133. 
Level switch system 

POD 4.71; ultrasonic UF300 
8.133. 

Linear induction motor 

331. 
Lineariser 
Thermocouple 
3.65. 

Line corrector 
Mains regulation ELCS00 3.5. 
Liquid level transducer 

1.67. 

Liquid crystal displays 

1.11; 10.3; model 78D 10.85. 
Load cells 

Precision beam, series 263 4.65; 
hermetically sealed CLP-A 5.63; 
flat 6.83; KIS (in food manufac- 
ture) 7.13; shear beam Z7 7.63; 
model 2102 10.87. 
Loading station 
Digital, pneumatic 
7.65. 

Logic analysers 
Programmable 1.61; PM3500 4.5; 
DTO-1 5.2; 100A 5.63; 100A/10 
11.57. 

Logic controller 
Programmable, 
research 9.3. 
Loop calibrator 
Loopcal 7.63. 
Manifold 
Three-valve AH3 3.69. 
Mass spectrometer 
Transformer oil 


1.71; polynomial 


transducers 


in wind tunnel 


analysis 2.63; 


Superspec 600 7.69. 

Measurement and control system 
MACSYM II 6.87. 

Memories 

Add-in NS11/34Q 6.67; IMC-3 
9.85; 1-megabit bubble 8.3; cache 
2000/3000 8.11; portable bubble 
10.11. 

Memory system 

Series-90 7.9. 

Meter relay units 

9.83. 

Microcomputer boards 

OEM 1.51. 

Microcomputer systems 

1.49; 625 1.51; PT208/212 3.45; 
BCM-1 3.45; BMS-12 9.83; single 
chip 3.47; PET 3.55; Horizon 
3.55; Sorcerer 3.55; SOL Terminal 
3.55; single board 3.55; Nascom 2 
5:5. 

Microelectronics 

Government funding 7.51. 
Micrometer 

Optical 5.63. 

Microprocessor development 
system 

CDP18S020 3.45. 
Microprocessor systems 

Machine monitoring IMS/300 
3.45; in oil refineries 7.34. 
Microscope 

Laboratory 8.135. 

Microphony 

ERA investigates 9.2. 

Microvaive 

Solenoid-controlled 7.63. 
Minicomputer system 

Model 2340 10.11. 

Mirror 

Inspection, model UCM 8.141. 
Monitors 

Absorbence, model 1840 8.139; 
dust F703 8.141; contamination 
9.81; SO2 SA700 9.85; colour 
MC14 9.87. 

Motor tachogenerator 

H-series 2.65. 

Multimeters, analogue 

260 series 1.65; Metravo 1H 6.87. 
‘Multimeters, digital 

1.7; autoranging 3467A 1.61; 3020 
5.2; analogue/digital TE358A 
5.63; Alpha 5.73; 935 6.85; Type 
1351 7.63; DMMS53 7.65; DM141 
8.133. 

Noise attenuator 

1.9. 

Operational amplifiers 
Wideband OE19917 2.49; 
micropower OP-20 3.69; JFET 
4.71; ICL7600 5.63; A714 5.71; 
quad HA-4622 11.61. 

Optical encoder 

Incremental 3.59. 

Optocoupler 

Type PLM 7.61. 

Oscillograplh 

Ultra-violet 9.85. 

Oscilloscopes 

Monitoring OS3350 2.3; BWD845 
2.69; Model 7104 3.2; model 
OS3500 5.2; model 305 5.3; dual- 
trace 4DIOB 5.73; OS3500 6.81; 
dual-trace OS1200 7.2. 
Over-voltage protectors 

4.69. 

Oxygen alarm 

2.63. 

Oxygen analysers 








OA.565 7.71; Elcoflux C5 10.77; 
Z-OX 11.57. 

Oxygen monitor 

E7h. 

pH meters 

Advances in design 6.54; digital 
3050 7.69. 

Photodiodes 

IPL 30/31 2.65; Infra-red BPW41 
9.83. 

Photometer 

TPA100 6.87. 

Pipeline crawler 

BIX Mk II 5.13. 

Piston vibrator 

Linear 5.63. 

Pocket calculator 

Memory T11760 5.71. 

Pollution monitor 

RD410 6.81. 

Potentiometers 

Sine/cosine FCSB-22A 3.65. 
Power supplies 

PCB 1.69; d.c. HHB series 2.65; 
modular 2.67; Quadpac 2.69; IC 
4.71; uninterruptible 6.25; high- 
voltage 6.31; DC-d.c. 7.65; 
photomultiplier 7.71; switching 
G-range 9.85; switching RS/RT 
9.87; 10.83; bench Ph series 11.63; 
for floppy discs 11.63. 

Pressure gauges 

Digital 4.65; damped movement 
4.69; dual-front 6.87. 

Pressure switch 
Hygenic 1.61; 
pneumatic 7.69. 
Pressure transducers 

Weighing system 1.27; review of 
1.35; monolithic LX0603 2.69 
Printers 

Ballistic 1.49; thermal graphic 
9876A 3.47; portable 730 10.13; 
serial matrix 879 8.11;  single- 
element SD4035 8.11; Telpar 48 
series 10.79; matrix ESP-40 10.85; 
thermal 11.63. 

Probes 

Ultrasonic 1.63; uScope 2.47; level 
2.63; smoke detector 3.69; ther- 
mistor 3.69; logic (CMOS) 4.69; 
pH 5.67; relative humidity 6.83; 
I/R reflective 6.91; PRB-1 6.91; 
temperature 320A 7.65; linear 
bearing 7.69; assembly, flex hose 
9.87; viewing, flexible 10.81. 
Process control system 

P4000 4.27; TDC2000 5.5; Spec- 
trum 6.5. 

Process controllers 

Analogue 2.37; RNS 2.65; Matric 
6350 4.3; in chemical industries 
8.123. 

Process indicator 

480 series 1.67. 

Processor 

Micro-image 2.3; electronic, Nim- 
bus 80 4.69; transient signal 10.83. 
Programmer 

Digital control DCP7700 1.5; 
digital 800 series 4.71; line ES8/16 
5.57; temperature 6.83. 

PROM programmer 

Proper 816 3.45; Stag PPX 5.57. 
Proximity detector 
5.65. 
Pulse generator 
Programmable, model 154 1.67. 
Pumps 
Vane 2.69; metering BZ series 


miniature 6.89; 
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6.85; air-hydraulic 9.79. 
Pyrometers 
Modline Q series 
5271. 

RAMs 

64k MCM6664 2.49; static 8-bit 
Mk4118 2.49; dynamic 16k 4.59; 
RAM/EAROM ERI711 7.71. 
Recorders : 

Minidisc 951 1.49; instrumentation 
TR8000 4.11; 7.67; 9.41; X-Y 
(BS8000) 1.61; ultra-violet 2.41; 
series SE6150 MkII 10.83; series 
5000 3.67; pen 2.61; event 2.67; 
transient TM1410 2.67; 4.51; 
potentiometric KSQ700 3.69; 880D 
4.67; galvanometric 5.71; cassette 
DA1432 6.83; portable 6.85; chart 
model 20 YT 8.135; water level 
9.79; pen (‘BS300 11,655 
humidity/temperature 11.65. 
Recording system 

2.59. 

Rectifier 

R9G2 8.135. 

Regulators 

IC 2.61; power ZN1066 2.69; 7.69; 
voltage LAS3905 8.137; speed FC 
8.139; voltage 4A3179 9.79. 
Relays 

Earth leakage ELRS5O 1.65; 
pneumatic 155R 2.59; min power 
2.59; solid-state 2.67; Y23100 7.61; 
7580 series 7.69; 4.73; heavy duty 
REP 5.73; annunciator 6.89; 
microswitch MS/MR 8.135; phase 
sequence DR61 8.135; tachometer 
8.137; hybrid series 7800 8.139; 
sealed 8.141; reed 9.79; plug-in 
RCP8/11 9.81; heavy duty, class 
199 9.81; snap-action 9.83; 
miniature type GZ 9.83; failure 
reversal 10.81; miniature reed 
G-range 10.83; sub-miniature 
MR31 11.65. 

Robot 

Assembly-line PUMA 2.65. 

Safety system 

Gas analysers etc 7.5. 

Scanner 
IEEE/RS232-compatible 2.61; 
multipoint 8.135. 

Screen print machine 

Pneumatic 7.17. 

Sensors 

Level 2.65; temperature 3.63; fire 
3.65; reflective 3.67; vibration 
4.67; humidity (Humisensor) 7.67; 
infra-red 10.81. 

Sequence controller 
Programmable 2.33. 

Servomotor 

4100 series 10.79. 

Shaft encoders 

R136K/40 4.71; type 24 11.65. 
Shut-down system 
Microprocessor-based 6.50. 
Signal conditioners 

SG-100 2.63; 1I5RP3HS_ 7.65; 
4422/23 7.65. 

Signal converter 

1.63. 

Signal selector 

Model MSS 9.87. 

Simulators 

Helicopter 1.13; power breakdown 
NS251 1.71; process PSS300 2.59; 
pH 2.61; program for time 
response of control systems 6.71; 
modem 7.71; plant 10.79. 


1.63; optical 


Siren 

Motorised 9.87. 
Smoke alarm 

2.67. 

Smoke detector 

5.65; MEM4963 7.65. 
Sockets 


LED 1.69; edge-board ME-2 6.69; 


transistor 8.133; 
T099-DIL 9.85. 
Software 

8080 multi-user 1.51; RADAR 
4.57; BASIC interpreter 5.55; 
Datacap 1000 9.13; EXORset 30 
10.5; DARTS 10.85. 

Solar cells 

At airport 9.5. 

Solder preforms 

10.3. 

Solenoid 

AC, laminated 8.135. 

Solenoid valve 

Miniso! 9.79. 

Sound level meter 

CEL-193 10.81. 
Spectrophotometer 

222. 

Spectrum analysers 

660A 6.85; type 757 10.85. 
Speech link 

‘Splink’ 5.13. 

Speed alarm 

3.61. 

Spring return unit 

(for valves) 5.65. 

Standard cell 

Electronic ESC] 5.68. 

Standby power unit 

174, 

Static charge 

Measurement and control 3.43. 
Stepper motors 

PM type 3:21; to control 
mechanical motions 3.33. 

Storage and feed system 

Portasilo 7.19. 

Storage module disc 

5.35: 

Store 

Content-addressable 800 sub- 
system 10.13. 

Sweep function generator 
SFG606 6.83. 

Switches 

Corrosion-resistant 1.65; digital 
1.69; DIL 2.65; rocker 2.65; slip 
detection 2.65; proximity 2.67; 
3:67; 7.67;° RP123 11,59: flow 
2.69; pusbutton 3.63; 5.65; rotary 
5.68; optically-coupled 6.91; 
waterproof APEM/APR 7.63; in- 
terlocking 1.67; rotary encoder 
7.67; line fallback 2900 7.69; float, 
vertical RSF51 8.135; safe pressure 
8.139; optical, series IP 8.139; 
peripheral DTO6A 10.11; slide, 
logic 10.77; micro 10.81; pressure 
11.63; DIL series 422 11.65. 
Synchro resolver 

1.63. 

Synthesizer 

Control model 380 10.87. 
Tachometers 

Preset trip 1.61; compact 6000 
1.63; digital 4.65; bench 4.67; elec- 
tronic 74A430 6.81; digital 
DT-201; remote reading 7.67. 
Tape drive unit 

11.63. 

Temperature indicating labels 


converter 


VTA. 

Temperature indicator 
Analogue 3.61. 
Temperature monitoring 
1.5; TM470/AR-2 1.65; 
5.13; Tempalarm 6.87. 
Temperature switch 

1.61. 

Tension control system 
6.81. 

Terminal blocks 
Screwless 9.79. 

Terminal system 

Factory 7.3. 

Terminals 

Data entry 1.71; VDU 4000 series 
9.83; video display BH-721 9.87. 
Test meter 

Wet IGA 1.65. 

Test point 

Hydraulic pressure 2.59. 

Test sets 

Flow 2.61; solenoid valve 2.69; 
pressure 6.91. 

Test system 

Modular 7.65. 

Testers 

Deadweight 3.65; 5.29; microwave 
leakage 7.69; mechanical 2500 
10.2. 

Text inserter 

VCTO2 10.11. 

Thermistor 

Hybrid chip 3.63. 

‘Thermocouple attachment unit 
iy. 

Thermocouple conditioning unit 
TA100 3.63; extension cable 5.73. 
Thermocouple meter 

2.63. 

Thermometer strip 

‘Tempatch’ 7.69. 

Thermometers 

Digital 7500 series 1.65; 7.63; Elec- 
trotherm 1.67; platinum resistance 
2.63; DTP 1100 3.63; multi- 
channel 3.67; SCE 5.63; portable 
7.63; 556 9.85; switching 7.67; in 
quality control 9.29 hand-held 
digital 11.59. 

Thermostat 

Electronic 6.87. 

Thickness gauge 

DG30 4.65. 

Thickness monitor 

Ultrasonic 2.9. 

Thyristors 

Fast turn-off BT155 7.71; weiding, 
type YST2-13 11.65. 

Time control system 

7:2. 

Timers 

Programmable S6840 1.51; RC 
ICM7555/6 1.67; panel mounting 
2.67; Up-Timer 3.63; one-shot 5.7; 
digital 611/616 6.89; series 51 
8.139; delay 9.81. 
Titrators 

Aquatest Mk IV 
reading AF3 4.67. 
Transducers 
Gauge pressure TF4 3.63; displace- 
ment 3.67; 6.87; low-pressure 4.65; 
4.71; electromanometer M8/M10 
4.73; capacitive 5.71; pick-off 70D 
8.141; pressure 7.71; series 6550 
9.81. 

Transformer cores 

11.63. 

Transformers 


DIAC 


1.67; direct- 


Power, toroidal 1.63. 

Transient absorbers 

1.65; ZNR 3.63. 

Transistors 

Unijunction, for triac triggering 
3.7; small signal 7.71. 
Transmission system 

Hydrostatic 9.87. 

Transmitters 

Pressure-to-current 2.63; tem- 
perature 3.65; resistance bulb 3.67; 
EMF/pneumatic 3.69; 
resistance/pneumatic 3.69; 
pressure DPF100 4.65; pneumatic 
5.67; pressure 500 series 6.85; 
pneumatic 6.89; IPT120 7.71; li- 
quid density, calibration 8.101; 
Pressac P3000 8.133; two-wire IS 
11.61. 

Triacs 

T106 3.61; heavy-duty SC160 6.89; 
MAC-92 CBS series 7.71. 
Trimmer 

Cermet, series 8035 8.133. 

Trip amplifier 

PM24.41 6.85. 

Turbidimeter 

DRT-280 3.63. 

Turbo-meter 

10.81. 

Tyre pressure equaliser 

9.25: 

Vacuum pump 

Anti-pollution 9.19. 

Vacuum sampler 

VS 100 6.85. 

Valve monitor 

5.67. 

Valve stacking system 

11.61. 

Valves 

Disc 2.61; solenoid 2.63; shut-off 
2.67; bellows-type 3.69; ball, air- 
operated 7.61; heater control TLG 
8.135; directional control 9.85; 
liquid sample HP 10.83; mini-flow 
10.87; Mini-M 11.65. 

Varistor 

ZnO ‘transient clipper’ 6.83. 
VDUs 

2200 10.85. 

Vent 

Anti-splash 9.79. 

Vibration analysers 

2.69; 545IC 8.133. 

Vibration meter 

VTM31 11.63. 

Video monitor 

Colour 6.89. 

Viewdata terminal 

Coin-operated 6.11. 

Viscosity measurement 

7.43. 

Voltage transients 

Problem solutions 6.43. 
Voltmeter 

Scanning’ 3.63. 

Voltprobe 

LCD 3.61. 

Wattmeters 

Digital, model 2000 3.69; record- 
ing M2104 9.85. 

Weighing platform 

PR6160 7.69. 

Weighing system 

11.61. 

Weight digitiser 

5.13. 

Welder 

Electron beam CVE 66HD 8.141. 
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